The Commonwealth of Massachusetts 

Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



01/06/12 


Kevin Klagge 

Student Prosecutor Suffolk County DA’s Office 


Dear Mr. Klagge, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Drug Analysis Laboratory Receipt. 


2 . 


Control Card with analytical results for sample 



3. Analysis sheet with chemist’s hand notations and test results. 


4. 


GC/Mass Spectral analytical data for sample 



GC/MS testing was performed by Lisa Glazer. All other analyses were performed by Kate 
Corbett. If you have any questions about these materials, please call me at the number 
below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 067302 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Te! (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amlierst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: No*' t t jjxLf. g£S i_ Police Reference No.:_ 

?o i U e. D <j P 

Name and Rank of Submitting Officer: A e.-T e c ± i V J_Q_n a ±_ h a tl &Q'-f cL 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Cross Weight Lab Number 


Or) £ S rY> & I I P i Cl S h i & be* J ^ 

O c r> t cl t io ' ^ tO h 1 1 t £ /i Ip r c y~) 

p c LUd erf <1 ub 5 pcL nee _ 












Date Analyzed: 


City: NortneasienrUniv. Police Dept 
Officer: ■DfitfiStlye BOYD 
Def:| 

Amount 

No. Cont: 1 Cont: pb 

Date Rec'd: 08/29/2011 
Gross Wt,: 4.13 


loU<to 



SubstSUB 


Pre,im: i {] Findings: 




Fo/k_OIG_PRR _ 067304 



DRUG POWDER ANALYSIS FORM 


















Area Percent / Library Search Report 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


"B ata Pile:. ———— - . 

C:\msdchem\l\data\SYSTEM6\12_02_ll\809536.D 

LAG 

2 Dec 2011 2 0:22 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 8G9536.D\dala,ms 



T(me- > 2,00 3.0Q 400 _5.00 6,00 7.00 8,00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 



809536.D Fri Jan 06 13:21:00 2012 


Page 1 


Folk OIG PRR 067306 








Area Percent / Library Search Report 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


-B ata File i . ————————— . —— 

C: \msdchem\l\data\SYSTEM6\12__02__ll\809537 .D 
LAG 

2 Dec 2011 20:38 

HEROIN STD 

37 

DRUGS , M 
RTE 


Abundance TIC: 809537B\data. ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.770 

1116918 

ioo.oo 

100.00 


809537,D Fri Jan 06 13:21:06 2012 Page 1 


Folk OIG PRR 067307 





Area Percent / Library Search Report 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


-D ata-.F - iie- s . 

C:\msdchem\l\data\SYSTEM6\12_02_11\80 95 37.D 
LAG 

2 Dec 2011 20:38 

HEROIN STD 

37 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


GAS# Qual 


1 6,77 C:\Database\SLI.L 

HEROIN 000561-27-3 91 


Abundance Average of 8.717 to 6,912 min.: 809537.D\dafa.ms (-) 



Abundance #1: HEROIN 



809537.D Fri Jan 06 13:21:06 2012 Page 2 


Folk OIG PRR 067308 













Area Percent / Library Search Report 




File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


C:\msdchem\l\data\SYSTEM6\12_02_ll\809538.D 
LAG 

2 Dec 2011 20:54 

BLANK 
KAC 
1 


AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Abundance TIG: 809538.b\data.m$ 



Time~> 2,00 3,00 4,00 5.0 0 6.00 7,00 8,00 9,00 10,0 0 11.0 0 12.00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


809538.D Fri Jan 06 13:21:10 2012 Page 1 


Folk OIG PRR 067309 






Area Percent / Library Search Report 




File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\data\SYSTEM6\12_02_ll\S09539,D 
LAG 

2 Dec 2011 21:10 


KAC 
39 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


3.272 
6.183 
6.764 


282431 

327974 

568795 


23,95 
27.81 
48.24 


49.65 

57.66 
100,00 


! 


809539.D Fri Jan 06 13:22:14 2012 


Page 1 


Folk OIG PRR 067310 





Area Percent / Library Search Report 




File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \msdchem\l\data\SYSTEM6\12__02_ll\809539 . D 
LAG 

2 Dec 2011 21: 10 


KAC 

39 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3,27 C:\Database\PMW__TOX2.L 

Myristic acid 
Metobromuron 
Monolinuron 


000544-63-8 2 
003060-89-7 1 
001746”81-2 1 



809539.D Fri Jan 06 13:22:14 2012 Page 2 


Folk OIG PRR 067311 















Area Percent / Library Search Report 


- Infor ma tion from Data - File * —--- 

File Name : C:\msdchem\l\data\SYSTEM6\l2_02_ll\809539.D 

Operator : LAG 

Date Acquired : 2 Dec 201 1 21:10 

Sample Name : HHHHI 

Submitted by : KAC 

Vial Number :39 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

2 6.18 

C:\Database\NIST08.L 




6 -Monoacetylmorphine 

002784-73-8 

99 


6-MonoacetyImorphine 

002784-73-8 

99 


6-Monoacetylmorphine 

002784-73 - 8 

99 


Abundance Average of 6.148 to 8.272 min.; 809539.D\data.ms (-) 



m/z-> 20 40 60 80 100 12 0 140 160 180 2 00 220 2 40 260 280 300 320 



m/z~>_20_40 60 80_100_120 140 160 180 200 220 240 26Q 280 30Q 320 


80 953 9 * D Fri Jan 06 13:22:15 2012 Page 3 


Folk OIG PRR 067312 






















Area Percent / Library Search Report 


Information.from.Data.Filer' 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \msdchem\l\data\SYSTEM6\l2_02__ll\8Q9539 * D 
LAG 

2 Dec 2011 21:10 


KAC 
39 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST08.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


3 6.76 C:\Database\SLI.L 

HEROIN 000561-27-3 93 


Abundance Average of 6,723 to 6.859 min.: 809539.D\data.ms (-) 



Abundance #1: HEROIN 



809539.D Fri Jan 06 13:22:15 2012 


Page 4 


Folk OIG PRR 067313 

















Area Percent / Library Search Report 


-Tnf ormatiorr txoin- Data. 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C:\msdchem\l\data\SYSTEM6\l2_02_ll\809545.D 

LAG 

2 Dec 2011 22:45 

BLANK 


Vial Number 
AcquisitionMeth 
Integrator 


1 

DRUGS.M 
RTE 


Abundance TIQ: 809545.D\data.ms 



Ret * Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


809545.D Fri Jan 06 13:23:24 2012 Page 1 


Folk OIG PRR 067314 









Area Percent / Library Search Report 




File Name : C:\msdchem\l\data\SYSTEM6\l2_02__ll\809546.D 

Operator r LAG 

Date Acquired : 2 Dec 2011 23:00 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: B09546.D\data.ms 



Ret. Time 


Area 

Area % 

Ratio % 

6.770 


1180080 

100.00 

100.00 


809546.D 


Fri Jan 06 13:23:28 2012 


Page 1 


Folk OIG PRR 067315 








Area Percent / Library Search Report 


xill: orfuU C x 0n liGiIi 

File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Da t a . F -i-I e :..-. 

C: \msdchem\l\data\SYSTEM6 \ 12_02__1 1\809546 > D 
LAG 

2 Dec 2011 23:00 

HEROIN STD 


37 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \ Da t aba s e \ PMVJ__TOX 2 . L 


PK# RT Library/ID 


CAS# Qual 


6.77 


C:\Database\SLI.L 
HEROIN 


000561-27-3 99 



Abundance 


#1: HEROIN 



809546.D 


Fri Jan 06 13:23:29 2012 


Page 2 


i 

i 


Folk OIG PRR 067316 



























